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B .  LEAH  POWELL 

born:  Sept.  25,  1369  in  Plymouth,  Pa. 

died:  August  9,  1926  in  Scranton,  Pa.;  buried  in  Shady  Lane 
Cemetery;  "She  died  before  he  (Harry  C.  Hood)  did  and 
he  used  to  go  to  the  cemetery  practically  every  day" 
remarked  Walter  Silas  Powell  on  October  31,  1976 

married:  Harry  C.  Hood  (born  in  Wales,  April  13,  1865;  died  in 
Scranton  Dec.  25,  1930;  buried  in  Shady  Lane  Cemetery) 
on  June  25,  1894  or  1895;  Harry  C.  Hood  is  the  son  of 
John  and  Sophia  (Clifford)  Hood,  both  of  whom  (see  Letter  #111 
Coll.  SRP)  are,  according  to  Vivian  H.  Hughes,  buried  "some¬ 
where  in  England";  Leah  Powell  and  Harry  C.  Hood  lived 
in  Hyde  Park,  at  the  corner  of  Schlager  and  Sumner. 

Their  issue: 

1.  Vivian  (born  July  8,  1900  "in  a  little  white  house  on 

Atherton  St." — see  Letter  #125  Coll.  SRP — in  Taylorville, 

Pa.;  died  November  27,  1978);  married  George  B.  Hughes 
(born  Sept.  20,  1903  in  Scranton,  Pa.,  died  July  22,  1967 
in  Scranton)  on  June  25,  1929;  VHH  and  GBH  are  intered 
in  Shady  Lane  Cemetery. 

Their  issue: 


a.  Leah  Hughes  (April  21,  1931 — August  9,  1933;  born  and  died 
in  Scranton;  buried  in  Shady  Lane  Cemetery) 


b.  Patricia  Louise  Hughes  (born  June  5,  1933  in  Scranton); 

married  James  Albert  Caruth  (born  Nov.  8,  1931  in  Sterling, 
Pa.)  at  7:30  PM  Wed.  May  15,  1957  in  the  First  Baptist 
.  Church,  S.  Main  Ave,  Scranton,  PA.;  they  currently  live 
iP  Q.  1  lia^Moscow,  Pa.  James  Albert  Caruth  is  the  son  of  Mr. 

*x'  and  Mrs.  Stanley  Caruth.  ~ 

Their  issue:  T^jj>  A/Ajl,QV\  f***^*-  ^  < 
ajJL.  Mark  Albert'tborn  June  13,  1959,  in  Scranton,  Pa.) 

/a" — K?rt  Richard  (born  March  25,  1962,  in  Scranton,  Pa.) 

Jill  Ellen  (born  July  28,  1965,  in  Scranton,  Pa.) 


2.  Marion  (born  July  19,  1895  in  Plymouth,  Pa.;  died  August  11, 
1975,  in  Moses  Taylor  Hospital,  Scranton,  Pa.;  buried  in 
Shady  Lane  Cemetery) ;  married  Art  Zimmerman  (1893-  m/); 
no  issue 


"Marion  Zimmerman's  husband  put  in  the  plumbing  at  Lakeland." 
Walter  Silas  Powell,  8/17/75. 


[Much  of  the  above-stated  information  is  taken  from  a  letter  from 
Vivian  Hood  Hughes  to  S.  Robert  Powell  (Letter  #111,  dated  12/29/76- 
that  letter  is  a  reply  to  my  inquiry  (Letter  #106,  dated  12/2  0/76)'; 
the  original  of  Letter  #111  and  a  copy  of  Letter  #106  are  in  the 
possession  of  S.  Robert  Powell] 


